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Introduction 

The U. S. Flagpole and Equip¬ 
ment Company is a recent reor¬ 
ganization by the owners of the 
George’s Flagpole Sales and 
Service of Marlboro, New York 
. . . a reorganization deemed 
necessary and advisable to meet 
the ever increasing needs of its 
established customers and to 
provide an even more efficient 
service for new customers. 


design 

and manufacture 

All products are especially de¬ 
signed for today’s modern needs 
and all material and workman¬ 
ship are of the finest quality, de¬ 
signed to meet the highest of 
standards and specifications. 
Upon request we will be pleased 
to furnish sets of prints, itemized 
for presentation to your clients. 


delivery 
and service 

The U. S. Flagpole Company is 
equipped and staffed to handle 
any type of job in all parts of 
the United States and to any de¬ 
sired degree from design and 
manufacture, to final installation 
by its experienced crews on the 
date desired by the purchaser. 
Flagpoles installed by the U. S. 
Flagpole Co. will be maintained 
on a periodic basis according to 
contract if so desired. 



dimensions 

continuous taper 
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length, ft. 
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length of 
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total no. 
shipping 
sections 

1 

1 

1 

1 

1 

2 

2 

2 

2 
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shipping 
weight, lbs. 
(steel) 
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415 

620 

940 

1285 

1780 
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2605 

3005 

3580 

4505 
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y 4 -3/ 8 wall thickness 


telescopic 


overall 
length, ft. 
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weight, lbs. 
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3015 
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size 
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10 
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BASES 

• single pole • ground set 
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overall 
length, ft. 

22 

27'/ 2 

33 

38 y 2 

44 

491/j 

55 

66 
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77 
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exposed 
length, ft. 
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B 

8 

10 

10 

10 

10 

10 

12 

14 

14 

14 

15 

18 

19 

20 

c 

6 

6 

6 

6 

9 

9 

10 

12 

12 

12 

12 

12 

12 

12 

D 

24 

30 

36 

36 

48 

48 

60 

72 

72 

84 

90 

96 

108 

120 
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• single pole * wall mounted 
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length 

dimensions, inches 

of pole 

A 

B 

c 

D 

E 

F 

15' 

3" 

r-6" 

3 y 2 " 

3" 

ioy 2 " 

sy*" 

K> 

o 

4" 

2'-0" 

3 y 2 " 

4" 

ii y 2 " 

9i/ 2 " 

25' 

4i/ 2 " 

2'-6" 

3 y 2 " 

4i/ 2 " 
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10" 

30' 

5" 

3'-0" 

3 y 2 " 

5" 

12 y 2 n 

10i/ 2 " 

35' 

6" 

3'-6" 

3 y 2 " 

6" 

14" 

12 y 2 " 


• continuous taper • multiple pole-ground set 



type of unit 

exposed 
length, ft. 

butt 

dia., ins. 

top 
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size, ins. 

equal height 
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varied height 
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UNITED STATES FLAGPOLE & EQUIPMENT CO., INC. 





















































































































































ACCESSORY DETAILS 
revolving truck and ball 



outrigger 



cleat sizes: 6", 9" and 12" 

steel collar 





TYPICAL INSTALLATIONS 

Fort McHenry Historic Flagstaff of “The Star Spangled Banner”—1814 
National Monument and Historic Shrine 
Baltimore, Md. 

Dept, of Interior, National Historical Park 
Stillwater, New York 

Franklin Roosevelt Shrine 
Hyde Park, New York 

General Schuyler 
Schuylerville, New York 

independence Hall 
Philadelphia, Pennsylvania 

Channelmaster Corp. 

Ellenville, New York 

J. & H. Smith Corp. 

Newburgh, New York 

Kingston Court House 
Kingston, New York 

Stillwater School 
Stillwater, New York 

Sparkhill School 
Sparkhill, New York 

U. S. Navy 

90 Church Street, New York, New York 

Walkill School 
Walkill, New York 

Seamans Estate 
Esopus, New York 

Hawthorne State Police Barracks 
Hawthorne, New York 

Mattawan State Hospital 
Beacon, New York 

U. S. Post Office 
Torrington, Connecticut 

Washington Hdqtrs. 

Newburgh, N. Y. 

Cardinal Farley Military Academy 
Rhinebeck, N. Y. 


UNITED STATES FLAGPOLE & EQUIPMENT CO., INC 

Route 9W, Marlboro, New York • telephone CEnter 6-3371 
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